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SUBJECT; 


25X1 A 


Pireetsar of Ca— uiaicat ions 


JAN 1964 


Reinstallation of K7-1 Voice 
Communication System is ORR 


1. la July 1963, the 0*1 Voice Cosnrml cation Syst«* 
between Rn iF~26 la the HeaeUjuartQtrs Building and Alcott Ball, 
connecting the o ffioo of the Assistant Direc tor far Research 
and Reports with was monm rl ***** 

transferred teaporarily to waits of DD/p/WH. Oa 15 January 
1964 I was informed that the system could be reinstalled in 
QRR should we still vast it hack. 
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2* Xa view of the current emphasis on smtumy X have 
reviewed the current degree of need for the Ef~l system in QRR. 
I have found that while our need for a secure coosunicationa 
systesmia still extant, it isos not seem sufficiently strong to 
justify the system's cost. 
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in am. 


I request, therefore, that the *3-1 not be reinstalled 
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Acting Special Assistant 
to the ad/|® 
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